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side of cities, where the gases are supplied in cylinders,
will appreciate the following summary of

Advantages.

1.  It requires but one gas-holder.   It doubles the troubles
to have two, especially if out of reach of coal-gas.

2.   The one pressure carries forward both elements, so
itH running down does not disturb the even "balance.    We
vary the intensity of the incandescence by the one supply
key.   Turning two in succession, as in the old way, dis-
turbs the equilibrium, and mars the exhibition.

8. More of the hydrogen element reposes in this minia-
ture gas nuichino than can be compressed into an ordinary
bag or cylinder, while it has no such tendency to escape.

4.  The hydrogen element in the generator does not
deteriorate, or waste, or injure the holder.   It will keep
indefinitely.

5.  It supersedes the necessity of resorting to the con-
centric, or to the alcohol jet.

(i. It docs away with the cumbersome and troublesome
apparatus for'making and storing hydrogen gas.

7.  It; makes the best light   as attainable in the country
us in the city.

8.  GuHolino with thin machine yields a uniform quality
of gas,   Tho oxygon licks up vapor from every fiber in
itx longthy passage, HO there is no injurious refrigeration,
or precipitation of the leas volatile portions, as in surface
vaporizers,   Homo hydrocarbon fluids vary much in quality,
find nw.ewmrily contain more or less water; but gasoline is
imhydroiiH, and aHtandard quality is supplied by the trade.

9.  Thtt o.xpeuHO of tins hydrogen element is less than a
wit an hour.   The expenditure of oxygen is the same,
whether it roaches tho jot by ono channel or by two.or and bettor way
